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10 May 1981. 


MFMORANDUM FoR: Aust stent Director, Special Operaticns 
Attention: 


FEOM : Deputy Director, Plans 


Would you kindly check as to whether any action has 
veen taken on the attached menor andum and accompanying 
letter fron Representative Herter. 

Please return this correspondencs. 


ALLEN ¥. DULLES 
Attachnent 
AWD: eh 


Distributions 
Orig - Addressee ; 
1 cc ~ Chrono vA 
l cc ~ Suspense’ ** Ata., 
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